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ST.  PAUL'S  EPISCOPAL  CHURCH 
AUGUSTA.  GEORGIA 

The  First  St.  Paul's  was  built  in  1750  -  This  historical 
site  originally  was  Fort  Augusta  erected/ iryl7J5j 
General  Oglethorpe.    In   1818  the  site  y«.V6nveyW 
to  trustees  of  the  Episcopal  Church,  whfo  MwN 
a  new  church  destroyed  by  fire  in  I9I6J  and  «"Pl'jj-.„ 
by  the  present  building.  I        tt      r  Ml 
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